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Message Text 


UNCLASSIFIED 

PAGE 0 1 REYKJA 00700 1 8 1 92 1 Z 
50 

ACTION EUR-25 

INFO OCT-01 ADP-00 SS-15 SCI-06 NSC-10 NSF-04 HEW-08 
DOTE-OO INT-08 HUD-02 DODE-OO CEQ-02 EPA-04 EB-11 
10-13 CIAE-00 PM-07 INR-10 L-03 NEA-10 NSAE-00 PA-03 
RSC-01 PRS-01 USIA-12 TRSE-00 MBFR-03 SAI-01 RSR-01 
/161 W 

120042 

R 181750 Z JUN 73 
FM AMEMBASSY REYKJAVIK 
TO SECSTATE WASHDC 3726 
INFO USMISSION NATO 

UNCLAS REYKJAVIK 0700 

E. O. 11652: N/A 
TAGS: NATO SENV 

SUBJECT: CCMS ROAD SAFETY PILOT STUDY FISCAL REPORT AND MOTOR 
VEHICLE FATALITY STATISTICS 

REF: STATE 89661 

FOLLOWING ARE STATISTICS REQUESTED REFTEL: 

1968 1969 1970 1971 1972 

1 . REPORTED MOTOR VEHICLE DEATHS ( ADJUSTED TO DEATHS WITHIN 
30 DAYS OF ACCIDENT) 

6 12 20 21 32 

2. MOTOR VEHICLE DEATHS PER )0,000 TOTAL DEATHS 

43.2 82.7 137.2 139.9 NOT AVAILABLE 

3. MOTOR VEHICLE DEATHS PER 1,000,000 PEOPLE 
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29.7 58.0 97.8 101.4 109.3 (EST) 

4. MILEAGE DEATH RATE ( DEATHS PER 100,000,000 KM. OF 
VEHICLE TRAVEL) 

0.9 1.8 3.0 3/0 3.0 ( EST) 

5. ROAD DEATH RATE ( DEATHS PER 1,00 KM. OF ROAD) 

0.5 1.1 1.8 1.9 2.1 

6. VEHICLE DEATH RATE ( DEATHS PER 10,000 REGISTERED VEHICLES) 

1.4 2.7 4.2 4.0 NOT AVAILABLE 

7. AREA ROAD DENSITY ( KM OF ROAD PER SQUARE KM.) 

0.11 0.11 0.11 0.11 0.11 

8. POPULATION ROAD DENSITY ( KM OF ROAD PER 1,00 PEOPLE) 

54.9 54.0 53.7 53.8 52.9 

9. ROAD VEHICLE DENSITY ( REGISTERED VEHICLES PER KM OF ROAD) 

4.0 4.0 4.3 4.7 4.9 

10. POPULATION VEHICLE DENSITY ( REGISTERED VEHICLES PER 
1,000 PEOPLE) 

217.1 215.6 231.2 254.7 258.6 

1 1 . ROOAD TRAVEL DENSITY ( 1 ,000 KM OF VEHICLE TRAVEL PER KM 
OF ROAD) 

5.9 6.2 6.2 6.4 7.0 

12. POPULATION TRAVEL DENSITY ( KM OF TRAVEL PER SPERSON) 

3,244 3,328 3,309 3,422 3,703 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 REYKJA 00700 181921 Z 

1 3 . VEHICLE TRAVEL DENSITY ( 1 ,000 KM OF TRAVEL PER REGISTERED 
VEHICLE) 

14.9 15.4 14.3 13.4 14.3 

14. FROM ITEM (1) - TOTAL DEATHS RESULTING FROM MOTOR 
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VEHICLE ACCIDENTS 

A. PEDESTRIAN DEATHS 

1 6 7 6 6 

B. BICYCLE DEATHS 

1 0 0 3 3 

C. MOTORCYCLE DEATHS 

0 10 10 

IRVING 


UNCLASSIFIED 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 JUN 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973REYKJA00700 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: REYKJAVIK 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730622/aaaajevs.tel 

Line Count: 135 
Locator: TEXT ON-LINE 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 73 STATE 89661 

Review Action: RELEASED, APPROVED 

Review Authority: kellerpr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 15 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15-0ct-2001 by phillir0>; APPROVED <27-Dec-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 980212 

Subject: CCMS ROAD SAFETY PILOT STUDY FISCAL REPORT AND MOTOR VEHICLE FATALITY STATISTICS 
TAGS: SENV, NATO 
To: EUR 
NATO 

SECSTATE WASHDC 
Type: TE 
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